1730 K STREET NVV, 6TH FLOOR
WASHINGTON,  D.C.    20006

January   13,   1982

ADMINISTRATION   (MSHA) ,                            Docket  No.   WEVA   81-24

Petitioner                    A/O  No.    46-05769-Q3011F

v.

Deep  Ford  No.   1  Mine
LOGAN-MOHAWK  COAL   COMPANY,

INC. ,

Respondent
and

H.M.N.   &   S.   COAL  COMPANY,   INC.,
Party  Respondent

DECISION APPROVING   SETTLEMENT
ORDER  TO   PAY

The  Solicitor has  filed a motion to  approve  a  settlement
in  the  above-captioned  proceeding.      The  original   assessment
for  the  alleged violation of  30 CFR 75.200 was   $10,000.     The
proposed settlement  is  $500,

The  citation  in question  provides  as   follows:

The   roof  control plan was  not  being   followed
in the No.   2  entry working  place on the  No.   1
unit   (001-0) ,   in that the plan  stipulates   that
a minimum of  six temporary  roof  supports   shall
be  installed  prior  to  roof  bolting.      Evidence
indicated and statements  received  by  the
eyewitnesses  to the  accident  revealed  that
Lewis  M.   Craddock,   Foreman,  was  installing
roof bolts  in  an area known to  contain   loose
roof Without the use of   temporary  roof   supports,
which resulted in a  fatal  injury  to  Craddock.
Also,   reflectors were not being used to  indicate
that places  had not been bolted.

It was  further revealed  that  a practice  of  using
only three to  four  temporary  roof   supports
during roof  bolting operations  prevailed  at  this
mine on  the No.   1 unit   (001-0) /   second  shift.
Also,   the  investigation  revealed  that personnel
required to install  roof  supports  were  not
adequately trained  to insure  that  such  persons
are  familiar with the  functions, of  the  support
being  used and proper installation  procedures.   to whether  two of
